148     DOCKETED ITEMS
8503050481 IE info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings.Valves & Fittings." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103) 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503220222 Forwards Insp Repts 50-321/85-08 & 50-366/85-08 on 850225-0301.No violations or deviations identified.
BROWNLEEVL Region 2, Office of Director. 85/03/15. KELLY.RJ. Georgia Power Co. 2pp. 29475:108-29475:110.
-8503220231 Insp Repts 50-321/85-08 & 50-366/85-08 on 850225-0301.No violation or deviation noted.Major areas inspected:changes in physical security plan & implementing procedures.Details withheld (ref 10CFR2.790 & 73.21). MOORE.D.E., MCGUIRE.D.R. Region 2, Office of Director. 85/03/13. 1p. 29475:110-29475:110.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103)  85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
R. Periodic operating reports & related correspondence
8503070006 Monthly operating repts for Jan 1985.W/850207 Itr. BOONE.M.S., NIX.H.C. Georgia Power Co. 85/01/31. 24pp. 29268:091-29268:114.
S. Reportable occurrences, LERs & related correspondence
8503060718 LER 85-006-00:on 850124,calibr head correction data for RCIC steam line differential    pressure    transmitters    2E51-N057A    &    2E51-N057B    determined incorrectCaused by error in procedure.RCIC declared inoperable.W/850222 Itr. ELTON.T.L, NIX.H.C. Georgia Power Co. 85/02/22. 4pp. 29248:350-29248:353.
8503220257 LER 85-007-00:on 850210.reactor water cleanup inboard isolation valve 2G31-F001 isolated due to false trip signal from inlet temp instrument 2G31-N661A.Caused by poor connection between trip card & edge connector.W/850311 Itr. ELTON.T.L, NIX.H.C. Georgia Power Co. 85/03/11. 3pp. 29485:166-29485:168.
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F. Security, medical, emergency & fire protection plans
8503010285 Notification of 850227 meeting w/util in Bethesda,MD to discuss emergency operating procedures technical guideline.
LEE.R.S. Operating Reactors Branch 3. 85/02/20. MILLER.J.R. Operating Reactors Branch 3. 1pp. 29188:324-29188:325.
8503050302 Advises that Region IV conducting training in generic aspects of radiation to reduce time NRG employees spend retraining at reactor facilities.EncI radiological access list withheld.
MARTIN.R.D. Region 4, Office of Director. 85/02/27. GRIFFIN.J.M. Arkansas Power & Light Co. 2pp. 29210:239-29210:240.
8503070329 Rev 0 to emergency plan.W/850304 Itr. ENOS.J.T. Arkansas Power & Light Co. 85/03/04. 406pp. 29256:079-29257:124.
8503110225 Ack receipt of 841227 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-313/84-29 & 50-368/84-29.
HUNTER.D.R. Region 4, Office of Director. 85/03/05. GRIFFIN.J.M. Arkansas Power & Light Co. 2pp. 29287:352-29287:357.
-8503110235 Responds to violations noted in Insp Repts 50-313/84-29 & 50-368/84-29.Corrective actions:mgt directive issued to maint supervision requiring implementation of practices to prevent further degradation of cable trays. ENOS,J.T. Arkansas Power & Light Co. 84/12/27. DENISE.R.P. Region 4, Office of Director. 4pp. 29287:354-29287:357.
8503110256 Ack receipt of 850118 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-368/84-31.
HUNTER.D.R. Region 4, Office of Director. 85/03/05. GRIFFIN.J.M. Arkansas Power & Light Co. 1p. 29287:128-29287:130.
-8503110264 Responds to NRC 841218 Itr re violations noted in Insp Rept 50-368/84-31 .Corrective actions:fire watch posted in area & full compliance w/Procedure 1000.47 re control of combustibles achieved.
ENOS.J.T. Arkansas Power & Light Co. 85/01/18. DENISE.R.P. Region 4, Office of Director. 2pp. 29287:129-29287:130.
8503180061 Rev 6 to Emergency Plan Implementing Procedure 1904.03, "Auxiliary Bldg Ventilation Exhaust Emergency Radiation Monitor. LEVINE.J.M. Arkansas Power & Light Co. 85/03/07. 3pp. 29386:033-29386:035.
8503200064 Rev 11 to Emergency Plan Procedure 1903.60. "Emergency Supplies & Equipment." LEVINE.J.M. Arkansas Power & Light Co. 85/03/09. 8pp. 29434:021-29434:028.
8503190203 Rev 8 to Emergency Plan Implementing Procedure 1903.42, "Duties of Emergency Medical Team." LEVINE.J.M. Arkansas Power & Light Co. 85/03/14. 8pp. 29403:189-29403:196.
8503190257 Rev 7 to Emergency Plan Implementing Procedure 1903.61, "Communications Equipment Tests." LEVINE.J.M. Arkansas Power & Light Co. 85/03/14. 19pp. 29403:212-29403:230.
8503250015 Notifies of 850321 meeting w/util in Region IV ofc to discuss emergency operations facility staffing.
HUNTER.D.R. Region 4. Office of Director. 85/03/14. GRIFFIN.J.M. Arkansas Power & Light Co. 1p. 29494:149-29494:149.
8503250038 Notice of 850321 significant meeting w/util to discuss util plan for staffing emergency operations facility in event of accidentPlan departs from guidance of Suppl 1 to NUREG-0737.
*  Region 4. Office of Director. 85/03/18. Region 4. Office of Director. 1p. 29494:323-29494:323.
P. Operating license stage documents & correspondence
8503050530 Advises that 840815 request to withhold "Verification of CECOR Coefficient Methodology for Application to PWRs..." acceptable per 10CFR2.790.Util reasons for withholding info listed.
MILLER.J.R. Operating Reactors Branch 3. 85/02/13. GRIFFIN.J.M. Arkansas Power & Light Co. 2pp. 29243:350-29243:351.
8503050240 Provides overview of proposed interim low level radwaste storage bldg.Bldg will be constructed & operated in compliance w/Generic Ltr 81-38.No Tech Spec changes will be required.
ENOS.J.T. Arkansas Power & Light Co. 85/02/25. STOLZ.J.F. Operating Reactors Branch 4. 4pp. 29215:001-29215:004.
8503060839 Advises that Class III & I fees appropriate for portions of 840316 application for amends to Licenses DPR-51 & NPF-6 concerning NUREG-0737 & shift overtime items responding to Generic Ltrs 83-37 & 82-16.
DIGGS.R.M. License Fee Management Branch. 85/02/27. GRIFFIN.J.M. Arkansas Power & Light Co. 1p. 29246:174-29246:174.
8503070511 Ack receipt of proposed draft Tech Spec re key lock switches for purge valves.for discussion.
VISSING.G.S. Operating Reactors Branch 4. 85/02/28. Operating Reactors Branch 4, 2pp. 29282:239-29282:240.
8503110233 Forwards methodology for estimating core damage based upon post-accident sampling sys readings.per NRC 840827 request re TMI Item II.B.S.Estimate will not be used as input to emergency planning or other procedures. ENOS.J.T. Arkansas Power & Light Co. 85/02/28. STOLZ.J.F. Operating Reactors Branch 4. MILLER.J.R. Operating Reactors Branch 3. 26pp. 29287:324-29287:350.
8503190303 Application for amend to License NPF-6,changing Tech Spec Table 3.8-1 re containment penetration conductor overcurrent protective devices.Addl devices added & primary & backup protective devices for pressurizer heaters changed.Fee paid.
CAMPBELL.T.G. Arkansas Power & Light Co. 85/03/13. MILLER.J.R. Operating Reactors Branch 3. 5pp. 29405:091-29405:107.
-8503190311 Proposed Tech Spec.changing Table 3.8-1 re containment penetration conductor overcurrent protective devices.
* Arkansas Power & Light Co. 85/03/13. 12pp. 29405:096-29405:107.
8503250239 Forwards inadvertently omitted pages to 850228 methodology for estimating core damage based upon post-accident sampling sys.per NUREG-0737,!tem II.B.3. ENOS.J.T. Arkansas Power & Light Co. 85/03/14. STOLZ.J.F. Operating Reactors Branch 4. MILLER.J.R. Operating Reactors Branch 3. 6pp. 29492:094-29492:099.
8503200421 Revised application to amend License NPF-6,revising Tech Spec action statement to require removal of purge valve handswitch keys. CAMPBELL.T.G. Arkansas Power & Light Co. 85/03/15. MILLER.J.R. Operating Reactors Branch 3. 2pp. 29427:343-29427:345.
-8503200423 Proposed Tech Spec requiring removal of purge valve handswitch keys.
* Arkansas Power & Light Co. 85/03/15. 1p. 29427:345-29427:345.
8503250154 Forwards proprietary & nonproprietary Rev 1 to R-84-011-NP & R-84-011-P, "Summary Rept.Phase I of Arkansas Power & Light Inadequate Core Cooling Monitoring. Sys Program Test Series." Proprietary rept withheld (ref 10CFR2.790). ENOS.J.T. Arkansas Power & Light Co. 85/03/15. STOLZ.J.F. Operating Reactors Branch 4. MILLER.J.R. Operating Reactors Branch 3. 5pp. 29491:070-29491:177.
-8503250159 Rev 1 to nonproprietary "Phase I of Arkansas Power & Light Inadequate Core Cooling Monitoring Sys Program Test Series Summary Rept." GARBER.F.W., HEDRICK.R.A., MOBLEY.R.K. Technology for Energy Corp. R-84-011-NP R01. 85/01 /31. 105pp. 29491:075-29491:177.
8503250040 Forwards draft amend to Tech Specs.received on 850311.Draft transrnittal Itr & summary of justification for deletion of ETS also encl.W/o draft amend. VISSING.G.S. Operating Reactors Branch 4. 85/03/18. Operating Reactors Branch 4. 5pp. 29497:326-29497:330.
Q. Inspection reports, IE Bulletins & correspondence
8503040263 Forwards Insp Repts 50-313/85-01 & 50-368/85-01 on 850101-31 & notice of violation.
HUNTER.D.R. Region 4. Office of Director. 85/02/26. GRIFFIN.J.M. Arkansas Power & Light Co. 2pp. 29184:050-29184:070.
-8503040271 Insp Repts 50-313/85-01 & 50-368/85-01 on 850101-31. Violation noted:failure to provide instructions for quality- related design change & to follow procedural requirements for design change controls,
JOHNSON.W.D., HARRELLP.H., MARTIN.LE. Region 4, Office of Director. 85/02/25 17pp. 29184:054-29184:070. HARRELL.P.H., MARTIN.LE. Region 4, Office of Director. 85/02/25. 17pp. 29184:054-29184:070.0. repair.
